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HOME (CIVIL DEFENCE) DEPARTMENT 


NOTIFICATION 


The 18th March 2015 


No. 240 — HOME - FS -CRTN2-0031/ 2012 -CD . - A Fire Station was sanctioned at Udaypur 
under Saharapada Block in Keonjhar District vide this Department Notification No. 1243-CD ., 
dated the 27th September 2013 . 


Now , the Directorate of Fire Service have proposed to change name of Udaypur Fire Station 
to Aharpada Fire Station under Saharapada Block of Keonjhar District. 


After careful consideration of the proposal, the State Government have been pleased to 
decide to change the name of Udaypur Fire Station to Aharpada Fire Station under Saharapada 
Block of Keonjhar District, in partialmodification of the aforesaid Notification of this Department. 


By order of the Governor 


C. J. VENUGOPAL 


Principal Secretary to Government 
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